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A team of 4o fitters from the First Brno Machinery Plant, Element Gottv&ld 
tofea (Prvni brnenska strojiraa, Zavody Klementa GottWalda) , National 
Enterprise , Olomouca Trida 7-9, Brno, Chechoslovakia, is at present engaged 
In^sfflsembly work at the new electric power plant under construction at Mlechowice,! 

She following are the particulars for each, of the eight steam turbines, ordered 
from the above works in 1950, for installation at Mlechowice: 

a, Installed power 30 MM. 

b. Revolutions 3,000 rpm, 

c* Temperature of steam 500 ° C, 

ES -^Bh pressure boilers operate at 80 atm, pressure (test pressure: up to 

The generators are probably being supplied by the Works. 

It 


1 , ^^ ^1 . , pr ^?^ ly , re J ferrlng tg M^chowice OlawalH,.. 

a town 18 km, southwest of Olawa (Ohlau). where 

ftr***n-*t <we;1 ,— ,*.4- i _ 1 » _ a * -e , * < 


a power plant is being rebuilt, 

Comment. ^ Plant not further identified! 
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